Receiving Report 


Date: | Z D- Batch No: 13tol¢ 


Supplier: ED pear» Dart P/O: OY ie, 


Packing Slip: Yes L No Release Note Attached: Yes =e N/A 

Invoice: Yes Z No Waybill Attached: Yes No l 

Receipt: Cash Cr < Shipment Complete: Yes uO N/A —/ 

New Supplier Yes No 7 QC18 lhspection N/A Ja 
N/A 


Work Order 


Discrepancies 


ae ee ee a ae ae 


Initials of Receiver QC12 


Comment / NCR 
Number 


Production/Admin: 
Date 
Received/Costing 
Initial 


Location 


MS\Purchasing\approved purch|RECREPORT fey F 


PURCHASE ORDER 


Purchase Order ID PO34914 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
Tel: 613 632 9577 

Fax: 613 632 1053 


Purchase Order Date 1/1 1/2017 
PO Print Date 1/1 1/2017 


Page Number 1 of 1 


Order From: vC-ROY001 Ship To: DART AEROSPACE LTD 

RBC ROYAL BANK - VISA 1270 ABERDEEN 

PAYMENT CENTRE, PO BOX 4016, STAT. A HAWKESBURY, ON K6A 1K7 

TORONTO, ON MSW 1X6 CANADA 

CA JAN 1 12017 
ea e ar ea ia eee 

Contact Name Buyer Chantal Lavoie 

Vendor Phone Customer POID 

Customer Tax # 10127-2607 

Ship To Contact Terms COD 

Ship ‘To Phone Currency CAD 

Ship Via: Purolator ground collect FOB Destination-Collect 

Ship Acct: 
2 rT en 
Line Reference Description/ Req Date/ CD Req Qty/ PO Unit Price Extended 
Nbe Vendor Part Number Mfg ID Taxable Unit of , Price 

Measure 


Line Comments Promise Date 


Delivery Comments 


re 


§92401 INDICATOR 10 


—_ 


1 71400-40 


12/28/2017 2.00 
Yes Each 


12/28/2017 l \ n A 3 


Line Total: 
Deliver To: GARY 
2 71400-40 592416 TITRATING 12/28/2017 1.00 $44.71 $44.71 
SOLUTION 104 
Yes Each 
12/28/2017 
Line Total: $44.71 
Deliver To: GARY 
PO Total: $105.41 


s ) 
E.B PEERLESS A KRAYDEN COMPANY ok 
ality Clauses are an integral part of our AS9100 
m for further explanation. 


PO Instructions: 


Note: Terms & Condition of Purchasing(Suppliers) and Procurement Qu 
requirements. To learn in detail, please visit www.dartaerospace.co 


Change Date: 1/11/2017 


Change Nbr: 1 


PEE hates 
Certificate of Conformance:We certify that the materia 


CANADA 


AIL REMITTANCE TO 


Unit 130 - 6651 Elmbridge Way 
Richmond, BC V7C 5C2 i Page 


Phone: (800) 663-3271 P PE LA E ot de Geet 


website: http://krayden.com 


Ship to: 
Bill to: COD BY CHEQUE j COD BY CHEQUE 
; DART AEROSPACE 
CANADA 1270 ABERDEEN STREET 
HAWKESBURY, ON 
i K6A 1K7 
CANADA 
Phone: (613)632-9577 
(Cust Code _ “Ordered By | ‘Entered By. Customer PO <; Wanted Date | 
(icme o sD | > 
ae Terms l as 
| DUE UPON RECPT OF INV ) 
oo ee enin, 
EA | 10-INDICATOR-250ML HENKEL ST INDICATOR (250ML) 
SOLUBLE STARCH (592401) | 
** NOTES ** 
MSDS DATED: 07/11/2014 ATTACHED TO 
SHIPMENT 
-- LOT NUMBERS -- 
Qty Lot DOM DO: 
1 PB70558745 02/01/2017 05 aprox 
REQUIRED DATE 01/26/2017 
ENEE Cerca EEE [ces es reer ees oye Se a en ee eh | 
j 


A 00 OT N 


ntrolled pursuant to 22 CFR Part 120/130 or 15 CFR Parts 730-774, respectively. Transfer 
of the products by any means to a non-US person, whether in the United States or abroad, a prohibited country, or for a prohibited end-use, without 
the proper U.S. Government authorization (e.g., License, exemption, NLR) is strictly prohibited. Reference the description for individual 
item classifications. Customer is responsible for obtaining any required export licenses or authorizations. 
Krayden, Inc. terms and conditions apply to all orders. and can.be-viewed.at.http./krayden:com/terms-and-conditions. ~~ 
Is furnished have been manufactured in accordance with applicable manufacturing specificatio 


and conforms to the purchase order. Physical and chemical data ertaining to this order are available for inspection at the manufacturer. 
This certificate is valid unsigned. O/C Signature: 


The products listed are considered ITAR or EAR co 


< Certificate of Analysis 


Henkel Corporation . DATE ~ 22/February/2017 
f PAGE 1 from 1 
2515 Meadowpine Blvd 
Mississauga, Ontario LSN 6C3 
YOUR ORDER: 55121 
DATE OF ORDER: — 10/February/2017 
DELIVERY NOTE: 87422234 
es ae DELIVERY POSITION: € 900003 
Attention of: CUSTOMER NO: 1563372 
EB Peerless Ltd i 
A Krayden Company ; Contact Person: Nicole Masters 
(ATA-Aerospace-USD) Phone: (905) 814-6511 Ext. 4672. 
2430 Lucknow Dr Unit 12 & 13 Fax: (905) 814-5391 
Mississauga ON L5S 1V3 : 
Material: INDICATOR 10 (250 ML) 
Material-No: 592401 
Batch no: PB70558745 
Quantity: 5.000 EA 
Expiration date: 90 Days from the Production Date 
Production date: 01/February/2017 
Specification Analysis ; Specification Dimens. 
Appearance OK - - 
CLOUDY WHITE LIQUID. 
Spot Test Generic . OK - - 
PASS/FAIL i 


The above data represent the results of our quality assessment. They do not free the purchaser from his own quality check nor do 
they confirm that the product has certain properties or is suitable for a specific application. 


(This_certificate_is-created-by—ary electronic system and is validwithout a signature). 


SS LLL rt 
Henkel Corporation Tel.: (905) 814-6511. ————-— > 


www.henkel.com Fae (905) 814-5391 


nae 


(Name of Carrier) 
To: ac Te 
Consign: DART AEROSPACE LTD. 
: 1270 ABERDEEN ST. 
Sle HAWKESBURY, ON 
Stet K 6A 1K7 
Destination, TEL. NO.: 613-632-9577 
kotie: 

‘NO. OF 

PIECES 


tH LR 


CLASS D 
PE tl 


DESCRIPTION 


 SHPPERSDECLARATONFOR _ 
DANGEROL GOODS „e 


Reference 


_ Number G ZEA 2 — | 
Date: Vie , > 20 


E.B. PEERLESS LTD. 
Unit 12 & 13 - 2430 Lucknow Dr. 
Mississauga, ONT. L5S 1V3 
Phone: (905) 362-1151 
Fax: (905) 362-1155 
Toll Free: 1-866-327-7111 

- www.ebpitd.com 


WEIGHT 


(Subject to Correction) 


2G 


CHLOR Ice ACID 


"| hereby declare that the_contents-ofthis-consignment are fully and 

———~ accurately described above by the proper shipping name, are properly 

classified and packaged, have dangerous goods safety marks properly 

— _ affixed or displayed on them, and are in all respects in proper condition 
for transport according to the Transportation of Dangerous Goods 


} — Regulations.” 


DECLARED VALUE 


MAXIMUM LIABILITY $2.00 LB. UNLESS VALUE DECLARED OTHERWISE 


RECEIVED, subject to the classification and tariffs in effect on the date of the issue of this Bill of Lading, the 
property described above in apparent.good order, except as noted (contents and condition of content of 
packages unknown), marked, consigned, and destined as indicated above which said carries (the word carrier 
being understood throughout this contract as meaning any person or corporation in possession of the property 
under the contract agrees to carry to its usual place of delivery at said destination, if on its route, otherwise to 
deliver to another carrier on the route to said destination. It is mutually agreed as to each carrier of all or any 


SHIPPER 


INCASE OF DANGEROUS GOODS EMERGENCY: ” 


CASH 
coD CHEQUE 
Amount $ CERT. CHQ. = 


. "Type and No. of Placards Offered 
Placards: Yes C] WoL attves CI- 
E.R, information provided on: Guice # C] fom MDS 
ae CANUTEC (613) 996-6666 
C.0.D. fee 


corect L] 


COLLECT | 


PREPAID L 
PREPAID 


The carrier shall not make delivery of this “shipment without payment 
of freight and aif other iawful charges. 


gnature of Consig 


of, said property over all or any portion of said route to destination and as to each party at any time interested 
in ail or any said property, that every service to be performed hereunder shall be subject to all the bal of lading 
terms and conditions in the governing classification on the date of shipment. 

Shipper hereby certifies that he is familiar with all the bill of lading terms and conditions in the governing 
classification and the said terms and conditions are hereby agreed to byth the shipper and accepted for himself 
and his assigns. r 


=. * : a . i Safety Data Sheet 


Revision Number: 002.3 Issue date: 09/15/2014 


1. PRODUCT AND COMPANY IDENTIFICATION 


Product name: BONDERITE S-OT 104 known as IDH number: 592416 
TITRATING SOLUTION 104 (1L) ; 
Product type: Auxiliary product Item number: 592416 
Restriction of Use: None identified Region: United States 
Company address: Contact information: 
Henkel Corporation Telephone: (860) 571-5100 
One Henkel Way MEDICAL EMERGENCY Phone: Poison Control Center 
Rocky Hill, Connecticut 06067 1-877-671-4608 (toll free) or 1-303-592-1711 


TRANSPORT EMERGENCY Phone: CHEMTREC 
1-800-424-9300 (toll free) or 1-703-527-3887 
Internet: www.henkelna.com 


2. HAZARDS IDENTIFICATION 


HAZARD CLASS HAZARD CATEGORY 


PICTOGRAM(S i 


Precautionary Statements 


Notprescibece————— TTS 


Prevention: 

Response: Not prescribed 
Storage: Not prescribed 
Disposal: Not prescribed 


Classification complies with OSHA Hazard Communication Standard (29 CFR 1910.1200) and is consistent with the provisions of the 
United Nations Globally Harmonized System of Classification and Labeling of Chemicals (GHS). 


See Section 11 for additional toxicological information. 


3. COMPOSITION / INFORMATION ON INGREDIENTS 


None [None None S O 


* Exact percentage is a trade secret. Concentration range is provided to assist users in providing appropriate protections. 


DEL number Beste Product name: BONDERITE S-OT 104 known as TITRATING SOLUTION 104 (1L) atte fee 
age tofi mm S 


Non hazardous components 
This product does not contain any reportable hazardous materials. 


4. FIRST AID MEASURES 


Inhalation: If inhaled, immediately remove the affected person to fresh air. If symptoms 
develop and persist, get medical attention. : 


Skin contact: Immediately wash skin thoroughly with soap and water. If symptoms develop 
and persist, get medical attention. 


Eye contact: l In case of contact with eyes, rinse immediately with plenty of water and seek 
medical advice. i 


Ingestion: _Get immediate medical attention. Do not induce vomiting. 
Symptoms: See Section 11. 
Notes to physician: Treat symptomatically and supportively. 


5. FIRE FIGHTING MEASURES. 


Extinguishing media: Use media appropriate for surrounding material. 

Special firefighting procedures: Wear full protective clothing. Wear self-contained breathing apparatus. 
Unusual fire or explosion hazards: This product is an aqueous mixture which will not burn. 

Hazardous combustion products: Upon decomposition, this product emits carbon monoxide, carbon dioxide 


and/or low molecular weight hydrocarbons. 


6. ACCIDENTAL RELEASE MEASURES l . 


Use personal protection recommended in Section 8, isolate the hazard area and deny entry-to-unnecessary-ard-unprotected——— m7 
na! protection recommended in Section Si Isolate the hazard area and c 


——— personnel: 


Environmental precautions: Prevent further leakage or spillage if safe to do so. Wear appropriate 
protective equipment and clothing during clean-up. 

Clean-up methods: Absorb spill with inert material. Shovel material into appropriate container for 
disposal. Dispose of according to Federal, State and local governmental 
regulations. 

7. HANDLING AND STORAGE | 

Handling: Avoid contact with eyes, skin and clothing. Wash thoroughly after handling. Do 


not take internally. For industrial use only. 


Storage: Keep container tightly closed and in a cool, well-ventilated place away from 
incompatible materials. 


For information on product shelf life, please review labels on container or check the Technical Data Sheet. 


8. EXPOSURE CONTROLS / PERSONAL PROTECTION 


Employers should complete an assessment of ali workplaces to determine the need for, and selection of, proper exposure 
controls and protective equipment for each task performed. É 


Hazardous Component(s) ACGIH TLV OSHA PEL AIHA WEEL OTHER 
| None | Noe _ | Noe _ | 


IDH number: 592416 Product name: BONDERITE S-OT 104 known as TITRATING SOLUTION 104 (1L) __ _— CREN 
Page2.0f 5-—— ——— -mnm um a 


Engineering controls: 


Respiratory protection: 


Eye/face protection: 


Skin protection: 


Provide local and general exhaust ventilation to effectively remove and 
prevent buildup of any vapors or mists generated from the handling of this 
product. 


If ventilation is not sufficient to effectively prevent buildup of aerosols, mists or 
vapors, appropriate NIOSH/MSHA respiratory protection must be provided. 


Wear chemical goggles. 


Chemical resistant, impermeable gloves. Use of impervious apron and boots 
are recommended. : 


| l . 9. PHYSICAL AND CHEMICAL PROPERTIES 


Physical state: 
Color: 

Odor: 

Odor threshold: 

pH: 

Vapor pressure: 
Boiling point/range: 
Melting point/ range: 
Specific gravity: 


Liquid 

red 

None 
- Not available. 

7 

Not determined 

> 210 °F (> 98.9 °C) 
Not available. 

1 A 

Not determined 


Vapor density: 

Flash point: ` Not applicable 
Flammable/Explosive limits - lower: Not applicable 
Flammable/Explosive limits - upper: Not applicable 
Autoignition temperature: Not applicable 
Evaporation rate: Not determined 
Solubility in water: Complete 
Partition coefficient (n-octanol/water): Not available. 
VOC content: Not applicable 
Viscosity: Not available. 
Decomposition temperature: ` Not available. 


10. STABILITY AND REACTIVITY 7 | e 


ame 


Stability: 
Hazardous reactions: 


Hazardous decomposition 
products: 


Incompatible materials: 
Reactivity: 


Conditions to avoid: 


Stable at normal conditions. 
Will not occur. 


Upon decomposition, this product emits carbon monoxide, carbon dioxide and/or low 
molecular weight hydrocarbons. 


Oxidizers. 
This product may react with strong reducing agents. 


Store away from incompatible materials. 


| 11. TOXICOLOGICAL INFORMATION 


Relevant routes of exposure: 


IDH number: 592416 


Skin, Inhalation, Eyes 


Product name: BONDERITE S-OT 104 known as TITRATING SOLUTION 104 (1L) _— 
a Pagesos o aa 


Potential Health Effects/Symptoms 


Inhalation: This product may cause slight irritation to the respiratory system. 

Skin contact: Prolonged or repeated skin contact may cause skin irritation or allergic skin sensitization 
reaction. 

Eye contact: This product may cause irritation to the eyes. 


Ingestion: No significant adverse effects are expected upon ingestion of the product. 


Hazardous Component(s) LD50s and LC50s Immediate and Delayed Health Effects 
[None None Nore :¢ťýžě k 


OSHA Carcinogen 
(Specifically Regulated) 


Hazardous Component(s) NTP Carcinogen IARC Carcinogen 


[None None ë None | Noe | 
l 12. ECOLOGICAL INFORMATION ; l 
Ecological information: Not available. 


vs’ 143. DISPOSAL CONSIDERATIONS. 


Information provided is for unused product only. 


Recommended method of disposal: Dispose of according to Federal, State and local governmental regulations. 
Hazardous waste number: Material, if discarded, is not expected to be a characteristic hazardous waste 
under RCRA. 


14. TRANSPORT INFORMATION 


The transport information provided in this section only applies to the material/formulation itself, and is not specific to any 
package/configuration. 


U.S. Department of Transportation Ground (49 CFR) 


Proper shipping name: Not regulated 
Hazard class or division: None 
Identification number: None 
Packing group: f None 
International Air Transportation (ICAO/IATA) 
Proper shipping name: Not regulated 
Hazard class or division: None 
Identification number: None 
Packing group: None 
Water Transportation (IMO/IMDG) 
Proper shipping name: Not regulated 
Hazard class or division: None 
identification number: None 
Packing group: None 


15. REGULATORY INFORMATION i 


United States Regulatory Information 


TSCA 8 (b) Inventory Status: All components are listed or are exempt from listing on the Toxic Substances Control Act 
pee he “inventory. pa pelle shh oe sae Z 
TSCA 12 (b) Export Notification: None above reporting de minimis 
CERCLA/SARA Section 302 EHS: None above reporting de minimis 
CERCLA/SARA Section 311/312: Immediate Health 
IDH number: 592416 Product name: BONDERITE S-OT_104 known as TITRATING SOLUTION 104 (1L) 


Page 4 of 5 


CERCLA/SARA Section 313: None above reporting de minimis 


California Proposition 65: No California Proposition 65 listed chemicals are known to be present. 


Canada Regulatory Information 


CEPA DSL/NDSL Status: All components are listed on or are exempt from listing on the Canadian Domestic 
. Substances List. 


| 16. OTHER INFORMATION | 


This safety data sheet contains changes from the previous version in sections: New Safety Data Sheet format. 


Prepared by: Jennifer Mckay, Regulatory Affairs Specialist 
issue date: : 09/15/2014 


DISCLAIMER: The data contained herein are furnished for information only and are believed to be reliable. However, Henkel 
Corporation and its affiliates (“Henkel”) does not assume responsibility for any results obtained by persons over whose methods 
Henkel has no control. It is the user’s responsibility to determine the suitability of Henkel’s products or any production methods 
mentioned herein for a particular purpose, and to adopt such precautions as may be advisable for the protection of property and 
persons against any hazards that may be involved in the-handling and use of any Henkel’s products. In light of the foregoing, 
Henkel specifically disclaims all warranties, express or implied, including warranties of merchantability and fitness for a particular 
purpose, arising from sale or use of Henkel’s products. Henkel further disclaims any liability for consequential or incidental damages 
of any kind, including lost profits. 


oe i 


IDH number: 592416 Product name: BONDERITE S-OT 104 known as TITRATING SOLUTION 104 (1L). — —— — —-- — 
_Page.5.0f.5.——— $$ mmm 


